AMENDMENT NO. 2 NOVEMBER 2017 
TO 
IS 15152 : 2002 COLD WAX HAIR REMOVER — 
SPECIFICATION 


(Page 1, clause 3.2.2) — Insert the following text at the end of clause: 


‘For safety evaluation of novel ingredients used in formulation ofcold wax hair 
remover, the cold wax hair remover shall comply with IS 4011.’ 
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